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DISLEY, 

August,  1948, 

To  the  Ghairraan  and  Memhers  of  the  New  Mills 
Urhan  District  Council, 

Gentlemen, 

I  have  pleasure  in  suhmi.tting  my  report  for  the  year  1947  :- 

SECTION  A.  -  STATISTICS  AND  S0GI4L  CONDITIONS  OP  THE  AREA 
Area  (in  acres)  -  5,242 

Regis trar-GeneroH  ’ s  estimate  of  residential  population  mid-year 
1947  -  8,180 

NTimher  of  inhahited  houses  (end  of  1947)  -  2,630 

Rateahle  Value  -  £45,723 

Sum  represented  hy  a  penny  rate  -  £173,  16s,  7d, 


The  chief 
printing, 


occupa cions  of  the  inhabitants  are  textile  v/eaving  and  calico 
paper  making,  metal  v/orking  and  confectionery. 


.-■1  ^ 


Extracts  from  Vj.tai  Statistr'.cs  of  tac  Yoar 


Live  Births 


I.egit  iraato 


^ooooooouoooooooooood 


Total i 
186 

6 


Ml 

94 


Illegitim  LA  GOooOOOoOO  oooooooooo  6  0 

Birth  rate  per  lyOOO  of  estimated  rosid.oh  population  (mid  1947) 

Totals  M; 


Still  Births  ( 


(Legitimate  0  o  o 


OOOOOOOOOOOOOOJiOOO 


o  oooooo  oooooooooo 


( Illegitimate , o 
Rate  per  1^000  total  (live  and  still)  hirthSoo 
Rate  per  1^000  estimated  resident  population o  .. 


Y 


0 


6 


0 


ooo  GOOOOOOCOOOOOO 


C>0O9»0P  '009090909 


P ; 

92 

6 

23.472 

£* 

4 

0 

36.46 

0.85 


DEATHS 

Death  rate  per  IjOOO  of  estimated  ipopulation^ »  o  « o  .  c  «  .  »  o  o  o  o  =  »  . .  . 


11.614 


Deaths 


om  Puerperal  causes 


o 


0 


Rate  per  1^000  total  (live  and  still)  hirths 


0 


DEATH  RiiTE  OF  INF  ARTS  UHDBR  OiTE  YEAJi  OF  mGE 


All  infants  per  1,000  live  hirths. . . . . . . . o . . 

Legitimate  infants  per  1,000  legitimate  live 
Illegitimate  infants  per  1,000  illegitimate 


oooooooooooooooooo# 


hirths 


o 


live  hirths  „  .  .  . 


Deaths  from  Cancer  (all  Oiges ) .  o  o  .  .  □  .  .  .  .  »  .  .  «  .  .  , «  . 

Deaths  from  Measles  ( all  ages ) .  =  .  .  .  .  ,  » ,  .  . .  .  .  .  .  .  »  . .  »  «  . 
Deaths  from  '^Ihooping  Gough  (all  agos) .  .  » .  ,  .  ,  .  . .  « .  .  .  «  . 
Deaths  from  Diarrhoea  (under  2  years  of  age ) . . . . , . , . . 


ooooooOooc 


oeooooooo# 


OOOOOOOOOO 


ooooooeoOp 


20o8 

21. 5 
0 
13 
0 
0 
0 


The  comparison  of  the  above  figures  with  the  figures  for  the  year 
1946  (8070)  shows  a  higher  estimated  population  for  the  year  1947,  namely 
8180. 

The  hirth  rate  is  considerahly  higher  than  last  year  (16.233)  and  is 
the  highest  recorded  since  1909.  The  death  rate  is  lov/er  than  last  year 
(13®  135)  5  and  the  infantile  death  rate  is  also  lov/or  than  last  year  (22,9). 


The  still  hirth  rate  of  36.46  has  continued  to  decrease  slightly  as 
compared  with  36.76  (1946)  and  40. 10  (1945). 

A  comparison  of  the  vital  statistics  \7ith  those  of  England  and  Wales  is 
as  follows 

General  Infantile 

Birth  Rate :  Death  Rate :  Death  Rate : 

England  and  Wales . . . . » . . . . , . . . .  20.5  12.0 


New  Mills 


23,47 


11.614 


20,3 


“  GENEPAL  PROVISiO:T  of  HEAi/iH  SEg^igES_ 

Laboratory  facilities  are  available  at  the  Laboratories  of  the 
Derbyshire  County  Council  at  Derby,  and  the  Public  Health  Laboratory 
at  Marches ter. 


Ambulan'-pj  Facilities  : 


Infectious  Diseases 


One  Ambulance  provided  by  the  Isolation  Hospital 
at  Chinleyo 


Hon-Infectious  6asos 

and  Maternity  Cases  -  Two  Ambulance  vehicles  and  one  driver  maintained 

by  voluntary  public  subscriptiono 


SECTION  C  -  SANITARY  CIRCUMSTANCES  OP  THE  AREh 


Water  : 


l.(a)  The  supply  of  water  to  the  district  has,  on  the  whole,  been  good  in 
quality.  Most  of  the  district  is  supplrod  from  two  reservoirs  (Ball  Beard 
and  Low  Leighton)  which  receive  water  partly  from  gathering  grounds 
composed  of  farm  lands,  and  partly  from  \oator  pumped  from  an  adit  to  old 
mine  workings  and  from  which  an  abundant  suppl.y  is  available.  During  dry 


4- 


weather,  the  reservoirs  are  almost  entirely  supx^lied  from  the  adit, 

A  small  part  of  the  district,  namely  Birch  Vale,  having  a  population 
of  under  a  thousand,  is  supplied  from  Moorlands  Reservoir  v/hich  receives 
water  from  a  gathering  ground  composed  of  moorland  and  farm  land 
weather,  it  is  necessary 
from  Ball  Beard  reservoir 
to  the  consumer, 

(b)  As  regards  the  quantity,  there  v/as  a  failure  in  the  supply  in  the 
earlier  part  of  the  year  due  to  the  corrosion  of  the  rising  main  from 
pumping  station  to  the  Ball  Beard  reservoir,  A  new  rising  main  was  ^ 
constructed,  and  during  this  period,  water  was  obtained  temporarily  irom 


In  dry 

u  pump  into  this  reservoir  from  the  mains  supplied 
This  water  is  not  treated  before  being  supplied 


the 


the  mains  of 
quantity  of 


in  adjoining  authority.  During  the  long,  dry  spell,  the 


water  v/as  ample  and  New  Mills  did  not  suffer  any  shortage ,  as 


v/as  the  case  in  some  adjoining  are; 


2c  Twenty  four  samples  have  been  taken  for  bacteriological  examination 
and  six  for  chemical  examination.  The  r^^sults  are  given  in  the  accompanying 
tables,  and  are  en  the  whole,  good,  though  the  filters  were  shown  to  be 
defective  in  operation  during  the  v/et  \7oather  of  December  when  a  large 
amount  of  uplands  viator  v/as  running  into  the  reservoir 


UliUU.XlU  'UJ-  -  - - - - - 

Samples  of  untreated  water  taken  at  the  Gow  Hole  adit  (the  sou; 
the  supply)  shov/ed  some  contamination,  and  still  more  contaminatii 

•P  ^-1  n  4-  ^  4-  ...  ^  Jl.  4-  1..  .  -I  _  _  __  9  _  i  I  /  -n  _  ! _  .a  ^  -I  


later  date  at  th 


rce  of 
ion  was 

v/aterman'' s  cotto.ge  (also  untreated  water)  and 
the  pumping  station,  showing 
the  main  from  the  adit  to  the 
Td 


found  at 
a.t 


O  U.1 1  WU-CUV-ZX  J  CXXAV 

that  there  was  a  leakage  at  the  joints  of 
pump ing  station. 


chemical  analyses  show  that  the  quality  of  the  supply  from  all 


w  e. - - 't/  -  -  —  V 

three  reservoirs  is  good,  and  that  the  Ball  Beard  and  T  ov7  Leighton  supplies 
were  hard,  while  the  moorland  sux;ply  was  a  soft  water  unless  it  was 
receiving  'water  from  the  main  supply  during  dry  v^eather  eog,  in  October, 

The  acidity  of  the  Moorlands  supply  and  hence  its  plumbo-solvency ,  also 
varied  accerding;  to  the  amount  of  uplands  surface  water  running  into  it. 

The  acidity  and  xjlumbo-solvuncy  can,  therefore,  be  controlled  by  regulating 

main  supply. 


the  amount  of  v/ater  pumped  from  th 


3,  Plumbo-solvent  action  v/as  found  only  in  the  Moorlands  supply.  It  'will 
be  noted  that  it  is  more  marked  in  the  March  and  December  samples,  and  is 
much  less  in  the  October  samples  taken  in  dry  weather  when  v/ater  was  being 
pumped  from  the  main  supply.  There  was  very  little  plumbo-solvency  in  the 
Ball  Beard  and  Low  Leighton  sup-plies.  Lead  itself  was  not  found  in 
samples , 


any 
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4.  Action  in  raspcct  of  any  form  of  contamination 


Examination  and  cleaning  of  the  filtration  plants  and  overhauling 
of  chlorinating  apparatus  have  been  carried  out  when  necessary.  The  adit 
has  been  fenced  round  to  prevent  cattle  from  straying  and  this,  it  is 
hoped,  will  improve  the  water  at  its  source. 

The  nev/  rising  main  from  the  pumping  station  to  the  Ball  Beard 
reservoir  will  also  further  reduce  the  risk  of  contamination  which  has 
been  shown  to  occur  in  past  years  at  this  point  of  the  supply. 

The  waterman's  cottage  is  now  supplied  with  treated  water. 

Householders  on  the  Moorlands  supply  are  advised  to  run  their  taps 
first  thing  in  the  morning  before  using  it  for  drinking  or  cooking  purposes 
The  Ball  Beard  and  Lov/  Leightin  supplies  v/ould  be  greatly  improved 
by  the  addition  of  a  softening  plant. 

5.  (a)  There  are  8685  dv/elling  houses  in  New  Mills  of  which  8494  are  supplied 
from  the  public  mains  direct  to  the  houses.  It  is  estimated  that  95^  of 
the  population  is  supplied  from  the  public  mains. 

(b)  There  are  no  stand-pipes. 


DRAINAGE  AND  SEV/AGE 


A  9”  sewer  has  been  laid  from  Jubilee  Street  to  the  new  houses  in 
Marsh  Lane,  and  there  has  been  a  diversion  of  a  9”  sewer  at  Wirksmoor 
Road. 

RIVERS  AND  STREAiMS 


Pollution  is  controlled  by  the  appropriate  authorities. 
SV/IMMING  BATHS  AND  POOLS 


There  are  no  swimming  baths  in  the  area. 
CLOSET  AGCOIvnviODATION 


Number  of  closets  of  each  type  remaining  at  the  end  of  1947 

Y/ater  Closets . .  1369 

Y/aStc  Water  Close ts  ,  o... .  313 

Pail  Closets. 36 
Pr ivy-middens o ...  ....... .  19 


TABLE  0?  RESULTS  OF  BACLEEIOL 'GICAL  E:-:,.MINATI0N  OP  WATER  LURINO  THE  YEAR  194 


+  =  Satisiac tory 


=  Unsa+- is  factory 


according  to  tho  stan...aids  re oomm ended 
by  the  Ministry  of  Healths 


McGrady  figures  for  probable  n^anib?r  of  coli-organisms  per  100  c.c,  of 

wr,.tor  shovm  in  brackets  (  ), 


Date  : 

L6,  lo47o 

3.47» 

29ol0o47c 

llollo47o 

17c12.473 

Weather  conditions 

Keen 

Pry 

Wet 

Wet 

before  smmpling  : 

Wet 

frost 

period 

period 

period 

BALL  BEARD  SUPPLY: 

X  nl  Otoooooooooooo 

(0) 

(1) 

(13) 

0n*b  l0*fco  OOOO  *0  oo  oo 

(0) 

(C) 

(1) 

"i* 

+ 

68,  Buxton  Roado o 

(1) 

(0) 

(3) 

+ 

+ 

Eaves  Knoll  Parnio 

(0) 

+ 

LO^YLEIGHTOH  SUPPLY: 

■ 

j 

X  l^X  wijo  0,0  O  OOO0  0  0  oo 

(0) 

(0) 

(1) 

+ 

"T 

— — 

0  l^XO'teoooooooooo 

(0) 

(0) 

-!" 

{ 

— - 

Hague  Bar  School 

(0) 

(0) 

(0) 

(3) 

+ 

1 

T 

JL 

MOORLANDS  SUPPLY: 

Crescent,  Birch  Val 

(0) 

(0) 

(0) 

+ 

+ 

+ 

GOW  HOLE: 

/V  (XXX«00000000009 

(3) 

1 

Tap  on  pumping  main 

(13) 

Waterman’ s 

(35) 

cottage,  Goytside 

1 

1 
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TAELE  OP  RESULTS  OP  CliEMICAL  EXAMINATIONS  OP 


WALTER  DURING  THE  YEAR  1947 


Date  : 


26.  3o47 


Weather  : 


Address  : 


Oxygen  ahsorUed. . 

Pree  and  Saline 
Ammonia,  .  . . . 


Alhuminoid  Ammonia 


Nitrous  Nitrogen, 
Nitric  Nitrogen,. 


Chloride 


Hardness  (Temporary  3 


Permanent'  8 


Pro 


st 


Crescent  j 
Birch 
ValCo 


.074 

,0010 

,0016 


Ni 


1 


07 


1,1 


Total 


Reaction  pH 


0  o  o  o  o  o  o 


11 


4.0 


Action  on  lead 


e  o  0  9 


Metals 


000000000009 


86 


Nil 


2  9.10.47 


Dry 


Crescent , 
Birch 
Vale  o 


Nil 

.0010 

,0030 

Nil 

,03 

1,8 

14 

24 

38 


o  , 


0 


.06 

Nil 


Ball 

Beard- 

Outlet. 


.007 

,0024 

.0050 

Nil 

,04 


1.7 

5 

22 

27 

8,5 


,08 

Nil 


Low 


Leighton 

Outlet, 


,003 


.0010 

.0036 

Nil 

.03 

1.9 

18 

22 

40 

8.0 

,08 

Nil 


Gov/ 
Hole 
Adit , 


Nil 

,0036 

,0040 

Nil 

.04 

1.7 

15 

21 

36 

7.5 

,06 

Nil 


•S“ 


Sanitary  inspection  op  the  area 


The  Sanitary  Inspector’s  x-opert  is  appended. 

(a)  lyo84  inspections  were  made  of  dairies^  houses y  slaughterhouses 
sanitary  arrangements ^  vrater  supplies  etco 

(h)  95  Informal  Notices  were  serveuo 

(c)  ly242  nuisances  were  alatod  vv'ith  or  without  NoticoSo 
S  CH00L3 


The  sanitary  condition  of  the  schools  was  satisfactory 


SECTION  D  -  HOUSINO 

23  Council  ho.j.ses  have  heon  coninletcd  during  the  feary  a.nd  14  have 
heen  completed  hy  private  enterprise. 

AEMINIS'TRATION  OP  FACTORIES  AC1\  19o37 

20  inspections  have  heen  made  during  the  year. 


SECTION  E  - 


ins; 


SECTION  and  supervision  OP  POOD 


Milko 


Sixty  nine  samples  of  m.ilk  \7ore  collected  from  farms  in  the  Urban 
District  during  1947.  Of  those,  fifty  f:i.vo  samples  Y7e3:’o  of  rav7  milk  and 
fourteen  v/ere  samples  from  persons  holdii.g  a  licence  to  use  special 
designations  o.g,  Tuherculin  Tested,  Accroditod,  and  Pasteurised.  There 
are  forcy  oigh'C  producers  of  milk  in  the  district  v/ho  v/oro  sampled  as 
follows  i~ 


37  producers  sampled  once. 
Y  it  A 

2  '■  " 

2  "  “ 


ooooooo».«ooooe»»oo 
ooooooooooooo 


G\/1GG  o  0  0  0  0 

'Ghroo  'Cl me  Gooooooooooooo 

four  uimos  o.oooo.oo.oo.o 


37 

14 

G 

3 


lampl* 

St 


u 


_48  producers 

One  retailer  (only)  sampled  three  times. 
One  retailer  (only)  sanix^lod  once 


0  0  6  o  o 


000900000^^^^ 


Total .  . 


65  samp].es 


0000099000 


3 

1 


t! 
1  i 


69  samples 


The  results  of  the  examinations  are  summarised  helow 
RAW  MILK  (55) 


Keeping  Quality 

(Methylene  Blue  Tost)  Coliform  Organisms 


u. 

S  . 

U. 

S. 

17 

38 

22 

33 

31% 

69% 

40^3 

60% 

Fourteen 

samples  v/ore 

unsatisfactory  in  both 

ca tegorios , 

I 


PggIGNATED  MILK  (14) 


Kooping  Quality 
(iviGthyl  ^UG  BIug  TGst) 
U, 


S 


Cc.  1.  if  orin  0 rganisms 


4 

SG'O 


10 


4 


2  9% 


G 


10 

?1^ 


Tv/o  sainplGS  WGTG  unGcitisfactory  in  loth  catogorios^ 

(Uo  ind^catos  Unsatisfactory  -  8„  indicates  Satisfactory » ) 


It  is  to  Ug  noted  that  ?'  samples  v/hich  passed  the  test  for  keeping 
quality  contained  Bacillois  Goli» 

One  sample  of  rai/7  ^milk  was  found  to  contain  'liLherc"' o  Bacilli  o  The 
farmer  obtained  the  particulTu  churn  from  outside  the  district  and 
enquiries  made  by  the  Sanit.ary  Inspector  revealed  that  this  dairy  received 
milk  from,  about  fifty  farms  j  the  addresses  of  which  were  sent  to  the  County 
Medical  Officer  for  forwarding  to  the  Ministry  of  Agriculture  and  Fisheries 
( Animal  He  al t  h  D i v i s i on ) „ 

One  sample  of  pasteurised  milk  v/as  found  to  contain  Bacillus  Goli  and 
did  not  satisfy  the  Phosphatase  testo 

The  results  of  the  examinations j  especially  of  the  designated  milks j 
are  unsatisfactory <>  The  farmers  have  been  informed  individually  of  the 
results  amd  methods  of  improvement  discussed  v/ish  the  Sanitary  Inspector. 

In  four  of  the  v/orst  coses  5  the  farmers  appeared  before  the  Council, 
who  stressed  the  necessity  for  an  improvement  in  results  in  the  future. 
Further  samp], os  taken  in  these  cases  shov/ed  an  improvement  \7hich  was  later 
maintained. 

Mr.  Pearson,  the  Sanitary  Inspector,  and  his  assistant,  Mr.  Lee,  have 
put  in  a  considerable  amount  of  work,  and  the  large  number  of  samples  taken 
is  a  tribute  to  the  interest  vvhich  has  been  taken  in  the  subject. 


ICE  CREAM 


Twelve  samples  of  ice  cream  v/ere  taken,  eleven  of  v/hich  contained 
Bacillus  Goli,  Of  eight  s^^imples  \/hich  were  graded,  none  v/ere  Grade  1,  two 
were  Grade  2,  one  v/O-s  in  Gr/ide  3  and  five  were  graded  4c 

One  sample  of  ice  cream  pov/der  v/as  unsatisfactory  and  contained 
Bacillus  Coli, 

One  sample  of  ice  cream  which  was  graded  2  also  contained  Bacillus 

Goli. 

Prom  these  results,  it  is  evident 
necessary  before  ice  cream  sold  in  the 
the  possibility  of  S'preading  infection 
communication  of  results  to  the  producers  has  a  desirable  effect  in  this 
direction,  and  more  care  is  now  taken  by  them  to  produce  cleaner  and  more 
satisfactory  ice  creoum. 

Allowance  has  to  be  made  for  the  fact  that  many  producers  are 
handicapped  by  the  difficulty  in  obtoiining  up-to-date  o.pparatus,  and  have 
to  carry  on  v/ith  outmoded  and  inefficient  sterilising  and  freezing  plants 


that  considerable  improvement  is 
district  can  be  considered  free  from 
The  fact 


of  sampling  and  the 


PICItLED  OX  TOITGUE 


Three  cases  of  food  poisoning  were  notified.  On  investigation,  these 
were  found  to  bo  caused  by  cooked  pickled  ox  tongue.  'Fwo  pickled  ox  tongues 
from  the  same  source  v/ere  examined  bacteriologically  and  were  found  to 
contain  Bacillus  Proteus  Morgan!.  One  sample  of  brine  in  which  the  tongues 
had  been  immersed  also  contained  the  Bacillus. 
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MEAT 


Tl./:.*  Mea'G  Inspector  reports  folJOV.^s 


During  the  year^  the  follov/ing  carcases  v/ere  killed  in  the 
Slaughterhouse  at  New  Mills 


Cattlo 
including 
C  ows 

Go Ives 

Sheep 

and 

liOmbs 

Pigs 

Number  killed. , , , , , , , , , < 

901 

257 

1.888 

13 

Number  inspected.  , ,  . .  ,  .  ,  .  , ,  ,  . 

901 

257 

1,838 

13 

TUBERCULOSIS 

Y/hole  carcases  condemned.  ,  , ,  .  , 

2l5 

Carcases  of  which  some  part  or 
organ  v^as  condemned,  . ,  , .  ,  .  ,  ,  . 

Numbers 

not 

available 

1 

Percentage  of  the  number 
inspected  infected  with 
'Tuberculosis 

i 

\ 

This  report  only  covers  the  jnspections  made  hy  Mr.  Hall  and  would 
constitute  about  one-third  of  the  total  killings  for  twelbe ^months .  The 
other  part  was  insx^gcted  on  behalf  of  Chapel-en-le-Prith  and  Buxton  by 
their  own  inspectors o 


The  slaughterhouse  is  the  central  slaughterhouse  for  the  Rural 
District  of  Ghapol-en-le~Frith ^  the  Urban  Districts  of  Uhaley  Bridge  and 
New  Mills  and  the  Boroughs  of  Gloss op  and  Buxton. 


O'THER  FOODS 

5  cwts.  2  grs.  2  lbs.  of  various  foods  were  condemned  by  the 
Sanitary  Inspector .  The  slaughtex^housos ,  bakehouses  etc,  ^?ere  duly 
inspected. 


SEOTION  F  -  PREVA'C.ENGS  OP.  AND  GON^IPOL 


JJ!l!g-Q'JJ.:OUS_.AND  OTHER  DISEASES 


ThiG  year 
Measles  in  the 


? 


of  the 


have 


'^es 


5  -10 


notifications  have  heon  characterised  hj-  an  epidemic  of 

the  ynar^  the  la:-,  gor  numher  hoing  children 
tne  early  school  years ,  Tv/o  cases  of  Diphtheria. 


arlier  part  of 


that  is,  in 


? 

he  on  riQtifj.edo  Neither  of  the  cases  .nad  hoeri  irnmunisad.. 

During  the  second  half  of  'che  yea.xy  ij’icj  cases  of  Poliomyelitis  have 
heon  nofcifiedo  One  occurred  in  Chapel  E  treat  5,  Newtown  j  among  a  group  of 
children  to  some  extent  isolated  from  other  parts  of  the  district  hy  the 
railway  to  the  w’ostj,  and  h3/'  she  canal  to  the  easto  It  v/as  found  on  invest 
igatioiiy  and  from  information  from  the  medical  practitioners  v/ho  notified 

C! 


ihore  had  hoon  children  in  the 


9  c 

the  case  that  immediately  preceding  thici^y 

area  suffering  from  fehrile  conditions  associated  with  severe  headache 
symptoms  suggesting  abortive  attacks  of  th 


Oo 


lU 


ID  n  -D  'h  c 
- - L  1  i  u  x.. 


their 


to  isolate  the  contacts .  The 
area  were  advised  to  allov\r 
their  o'wn  group  only 5  and  to  keo 
and  from  other  groups.^pf  ,.chyl Jren 


ol 

chj.ldrcn 
away 


liseasoc  It  was  impracticable 


idle  chj.ldrcn  in  the  Chapel  Str^ 


0  ploy  vTlth 
as  far  as  pessf!; 
All  social 


,  ai_ 

numbers  of  children/ \?ufe 


ctivit  j.c^s 


discouraged  by  the  public 
spread  of  infectioiio 
second  case  5 


■  ‘  0  d  i  na  d v  i  s  ab  1 


other  children  in 
e  from  other  disiirictf 
I’ri.ugiug  large 


Thes 


and 


tniG 


;tje  lunctions  were 
probably  contribused  to  the  absence  of 


1 1  i 


throe  months 


n 


sanitary  authority  who  v/as  infected  before 


late  //  3  was  a  c  '1  .LI  d  f  r  om 

IS  arrival  in  'Now  Mill 
in  the  vicinityo 


hj.; 


adjoining 
and 


developed  the  symptoms  during  his  short  stay 

There  wore  a  few  notifications  of  Ahooping  Cough  during  the  early 
months  of  the  yearo 


IMMUl^ISATION  .-I GAINST  DIPHlEiERIA 


li  e  t 


During  1947 ^ 
e  Hall  clinic  3  . 


the  following  immunisations  were  carried  out  at  the  High 


ind  by  the 


local  medical  nract itioners 


Under  5 


93 


Aged 


5- 


■15 


20 


Re-inforcing  Doses  -  28 


By  the  end  of  the  y 
imm.unisedj  a  percentoige  or 
had  been  immunised ^  and 
It  is  evident  that 


-  o 


9l7  child; 


57.4-0  Of  th'j  children  under 


there 


ron  out  of 
C  h'  J  0 

o  children  of  ap:es 
room  for 


a  to 


u  a 


5-15 


1  of  I3597  had  been 
5  years  of  age,  41^ 


aAcz 


DD/o  had  been  immunised „ 


is 


improvement  in  the  number  of 


immunisations  of  chilclren,  especially  under  5  years  of  age.  Films  have  been 
shovvn  at  the  loco.l  cinemas  and  slides  giving  the  times  of  immunisation  at 


Lhe  High  Lee  Hall  clinic,  and  informing  the  public  that  they 


their  own  locrors, 
a].l  chij.dren  reaching 


have  also 
the  a 


go  of 


apply  to 

showTio  Birthday  cards  have  boon  sent  to 
1  year  and  personal  approach  has  been  made 


to  the  parents  of  all  children  reaching  the  age  of  1  year  by  the  County 


Health  Visitor.  4,  number  of 


parents 


who 


promise 


to  bring  their  children  to 


a  clinic  do  not  do  sOo  It  is  still  difiicult  to  convince  some  parents  that 


their  children  should  be  protected,  and  \/ith  too  many,  only  the  ]^i"Gsenco  01 


danger  on  their  doorstep  -  in  other 


them 


,  will  induce 
To  this  end, 


\/ords ,  a  case  of  di-phtheria  near  to 
them  to  have  their  children  immunise d. 


and  in  addition  to  th- 


varioP.s  papers  provided  by  the  Ministry 


posters  and  advertisemenbS  in 
of  Health  and  appearing  all  over 


various  methods  have  been  tried  locally  in  the  New  Hills 


the  country, 
district. 

Personal  Li^pgroach  is  probably  the  best  method  of  propaganda,  by  the 
medical  practitioners,  nurses,  pharmacists  and  members  of  organisations 
such  as  the  British  Red  Cross  Society  and  the  St.  John’s  Ambulance  Brigade 
It  is  hoped  that  all  people  iiit  ores  ted,  and  especially  parents,  will,  as 


far 


a.s  possible,  use  tboir  influence  with  friends  and  neighbours  who  have 
not  had  their  children  immunised,  and  so  raise  the  general  level  of  immunity 


in  the  district 


The  larger 


the  number  if  immunised  children,  the  less 


likely  are  cases  of  diphtheria,  of  ovoxi  a  mild  character,  to  occur. 

The  accompanying  table  shows  the  number  of  cases  of  diphtheria  notified 
in  New  Mills  for  the  years  1913  to  1948.  The  records  for  the  tv/o  years  1916 
and  1921  are  unfortunately  not  available. 

During  the  period  1913  to  1948,  there  were  two  o'pideniics  of  diphtheria, 
namely  in  1919  and  1920,  and  then  again  in  1937  and  1938,  Compared  v/ith  the 
number  of  notifications  during  the  years  following  the  earlier  epidemic  of 
1919  and  1920,  the  years  follov/ir.g  the  second  epidemic  of  1937  and  1938  show 


very  considerable  drop  in  the  cases  notified,  and  the  latter  period 


coincidesv/ith  the  introduction  and  practice  of  immunisation. 


-10- 


NOTIglGA'nOjIS  Qg  DIPHTHERIA 
"gROM  191 3 


Year 

Ro,  of  Cases 

Year 

Ro,  of  Cases 

1913 

3 

1931 

7 

1914 

20 

1932 

4 

1915 

10 

1933 

10 

1916 

Ro  roGord  available 

1934 

10 

1917 

0 

1  1935 

10 

1 

1 

1$18 

0 

1936 

6 

1919 

51 

1937 

72 

1920 

57 

1938 

44  + 

1921 

Ro  record  avoi ladle 

1939 

7 

1922 

16 

1940 

8 

1923 

18 

1941 

1 

1924 

16 

1942 

3 

1925 

8 

1943 

0 

1926 

10 

1944 

1 

1927 

9 

1945 

4 

1928 

11 

1946 

0 

1929 

r7 

O 

1947 

2 

1930 

a 

1948  ( 

7  months )  0 

+  Imraunisatiori  coinRioncedo 


NCT::PIABLS  DISKiSES  (OTEER  TE4E  tuber (RILOSIS) 

DURIRG  TiiE  TEAR  1947 


Diseaso  ; 

No=  of  cases 
notified  ’ 

Remov'od  to 
hospital  s 

] 

Total  1 

Deaths;  ' 

_ 

SCdX'lOG  X't/  "V  0  X*  oooooooooo  oooo  ooao 

2 

2 

D  Ch-G  i?lQ.000  000000000000900000 

2 

O 

I 

ElI'^Gi'pGlclSo  0  0  0  OO  0  00  o  O  0  0  0  0  O  0  OOO  0 

1 

-JU 

©"ph.  GhClllTHcl  1'!  u  OXICI  G  3371-1111  oooooooooo 

2 

2 

Acute  Poliomyelitis o  »  o  c , . «  «  o . o  o 

o 

2 

X  iX  G  1-A  m  0  XI  jLcIoOOOOOOoOOOOOOOOOOOOOO 

1 

i'/I  GCIEIGSoooooooooooooooooooo^ooo 

129 

ll.  0  0  P  i  XI  ^  G  0  CL  ^  h.  00000000000000009 

16 

GaSES  or  ROTIPIABI.E  DISEASES 
AT  VARYING  AGES  BERING  1947 


Disease  ; 

Under 
one 
year : 

1- 

2- 

3- 

4- 

5- 

10- 

15- 

20- 

35- 

45- 

60- 

Total 

Scarlet  Fever 

1 

1 

2 

D iphtheria 

1 

1 

2 

Erysipelas 

1 

1 

0 pht  hal m ia  N e  ona t  orum 

2 

2 

Acute  Poliomyelitis 

Pneumonia 

1 

1 

1 

2 

1 

Measles 

4 

11 

9 

11 

15 

70 

4 

3 

2 

129 

Whooping  Gough 

1 

4 

2 

2 

3 

4 

16 

-IS- 


TUBERCULOSIS 


REV/  CASES  AliD  I/IORTaLTTY  DURING  1047 


AGE 

Rev/  Cases 

Deaths 

PERIODS 

Respiratory 

Ron- 

RbSpirator.y 

Respiratory 

N  Oil™ 

Respiratory 

M  o 

P. 

FA 

Mo 

F  , 

Mo 

F  0 

0  oooooooooooo 

1 

-J.  000000000009 

p; 

1 

KJ  O  Q  OOOOOOOOOO 

^  000000009000 

1 

p  s 

AJQ^OOOOOOOOOOOO 

d 

a- 

' 

OOOOOOOOOOOO 

900000000000 

1 

2 

^Ooooooooooo  '10 

65  and  overu  »  « 

TOIjQ.1.'  oooooooo 

5 

1 

2 

There  v/ere  no  non-notified  tuheroulosis  deaths » 
The  death  rate  from  Phthisis  Pulmonalis  was  OoSlo 


I  am,  Gentlemen, 


Your  obedient  servant, 

't 


Medical  Officer  of  Healtho 


RHT/AC 


MlTUAL  REPORT  OP^  SARITi^RY  INSPECTOR 


New  Mills  Sanitary  Bistrict  ~  1947 
Name  of  Inspector-  -  JOHI'T  A.  PEARSON 


i. 


Area  of  PiGtricto  .  ,  .  o  »  c  .  «  ,  .  •  . »  .  .  o  o  5,242  acres 

Estimated  number  of  houses ,o« o.. o,» •  2,630 
New  houses  erected  1947 
( a)  hy  Local  Authority, , , , , , , ,  ,  ,  , .  c  23 
(h)  hy  Private  Enterprise o, o, o,,,, ,  14 


( S  igned )  J  OIR^  A ,  PE/\RS  ON , 


